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[Abstract:] Sends corrected statements of shipments #7 & 8... 


United States Assay Office, St. Louis, Mo., 
Assayer’s Office, 
February 4, 1884 


A. Loudon Snowden, Esq. 
Supt. U.S. Mint, 
Philadelphia, Pa. 


Sir: 


Through an error in transcribing the values on statements of shipments of gold bullion 
numbers 7 and 8, my clerk has given the value of the bars as deposited instead of the value after 
clipping. I have caused him to prepare corrected statements of shipments number 7 and 8 which I 
enclose. I find you have imposed a charge of $10.74 on shipment #8 which consisted of foreign 
gold coin — chiefly Britain. Is not this contrary to the instructions on page 7 in the Regulations 
for the transaction of business at the Mints and Assay Offices, where it says: “Silver contained in 
foreign gold coin when the value does not exceed the expense of parting, no allowance or charge 
will be made therefore’’? 


The bullion in question weighed 232.75 ozs. and in accordance with my construction of 
this regulation I imposed no parting or refining charge, merely one for melting and alloy. 


Very respectfully, 
Eliot C. Jewell 
Assayer in charge. 


